1985 INDEX 


Volume 79, 
Numbers 1-6 


A consolidation of the 
indexes of the six issues 
of FIRE JOURNAL pub- 
lished in 1985 


USING THE INDEX: 


Each page reference consists of two numbers 
separated by a colon. The number preceding 
the colon identifies the issue (1: January; 2: 
March; 3: May; 4: July; 5: September; 6: No- 
vember). The page number in the issue follows 
the colon. 


EXAMPLE 
33. 


4:33 refers to the July issue, page 


AIRCRAFT Fire 
Las Vegas. Nev., Nov. 18, 1984. 6:70 
Akron, O10 
Akron Univ. Center for Fire, Haz/Mats Research. 2:20 
Steam Energy Plant Fire, December 1984. 4:79 
ALABAMA 
Boarding House Fire, February 1984. 1:14; 4:77 
Church Fire, June 1984. 1:11; 6:25 
Manufacturing Plant Fire, Aug. 10, 1984. 6:76 
ALARM DELAYED 
Alarm Company Received Burglar Alarm. 6:82 
Automatic Dialer Burglar Alarm Delayed Phone Call. 5:9 
Bridge Tender Investigated Fire. 5:12 
Detection System Failed to Signal Remote Station. 6:68 
Discoverer Did Not Notify Fire Department. 1:48 
Discoverers Fought Fire with Garden Hose. 1:15 
Employee Fought Fire. 2:56; 5:9 
Employee Notified Other Employees and Plant Fire 
Brigade. 5:54 
Employees Fought Fire. 3:16; 4:13, 78; 6:79 
Employees Thought Fire Had Been Extinguished. 1:15 
Facility Closed for Holiday. 6:81 
Occupant Alerted Others. 6:72 
Occupant Attempted to Rescue Children. 4 
Occupant Awoke Other Hotel Occupants. 4 
Passerby Drove to Police Station to Report Fire 
Passerby Reported Fire. 6:76, 80 
Plant Shut Down, Passerby Reported Fire. 6:76 
Police Investigated Burglar Alarm. 6:76 
Resident Looked for Proprietor. 3:12 
Telephone Jack Not Plugged in. 4:75 
Telephone Lines Severed. 6:14 
Workmen Fought Fire. 6:14 
ALASKA 
Hotel Fire, April 27, 1984. 6:73 
School Fire, March 22, 1984. 6:70 
ALEXANDRIA, VA 
Geographic-Based Management Information System. 1:39 
AMERICAN Society OF MECHANICAL ENGINEERS (See ASME) 
3:50 
AMUSEMENT Park Fire 
Jackson Township, N.J., May 11, 1984. 4:30; 5:45 
APARTMENT BUILDING Fires 
Arkansas, July 1984. 4:12 
California, January 1985. 6:12 
Maryland, January 1984. 2:13 
Minnesota, February 1984. 2:13 
North Adams, Mass., October 1984. 4:75 
Oregon, October 1984. 5:10 
APARTMENT COMPLEX Fire 
Georgian Towers, Silver Spring, Md., Jan. 9. 1979. 6:27 
APARTMENT COMPLEX-UNDER-CONSTRUCTION FIRE 
Oklahoma, Feb. 23, 1984. 6:75 
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APARTMENTS-UNDER-CONSTRUCTION FIRE: 
Coronado, Calif., Nov. 8, 1984. 6:70 
AppeNpIx E: 
Minnesota's Answer to Mini-Max Building Code. 3:26 
Aqueous FitM-FoRMING Foam: 
Injected in Ship Fuel Tanks to Prevent Explosion. 3:126 
ARIZONA 
Manufacturing Plant Fire, August 1984. 3:14 
Manufacturing Plant Fire, 1984. 6:73 
Paper Mill Fire, April 19, 1984. 6:78 
Storage Tank Fire, July 1984. 1:15 
ARKANSAS 
Apartment Building Fire, July 1984. 4:12 


ASME 


Hydrolevel v. ASME: A Retrospect. 3:50 
ATTK 
Exterior Fire Extended under Eaves Through Duct System 
6:23 
Fire in. 3:14; 5:9 
Fire Spread Through. 4:12 
Undivided, Fire Spread Through. 1:12; 6:70, 76 


AvromosiLe Repair SHop/StTores Fire 


California, June 26, 1984. 6:75 


AvTomosiLe/GaAsoLINe TANK TRUCK Fire 


Florida, June 1984, 2:14 


Bavtimore, Mp 

Warehouse Fire (Vacant), June 27, 1984. 6:70 
Barrow, ALASKA 

School Fire, March 22, 1984. 6:70 
Basite, La 

Gas Plant Fire, Sept. 30, 1984. 6:70 
BaTtrery, MARINE 

And Gasoline Tank, Fire Cause. 4:12 
Bayonne, N.J 

Manufacturing Plant Fire, Nov. 3, 1984. 6:70 
Beccourt, N. Dak.: 

School Fire, Oct. 26, 1984. 6:70 
Beucium, Wis 

Manufacturing Plant Fire, Jan. 20, 1984. 6:70 
Betimore, N.Y 

Dwelling Fire, Feb. 9, 1984. 4:76 
Beverty, Mass 

Boarding Home Fire, July 4, 1984. 1:44; 4:77 
BILLBOARD: 

On Roof, Collapses During Fire. 1:50 
BIMONTHLY Fire Recorp. (See Also Fire Record) 1:11 
Boarp AND Care Homes: 

An Overview of Chapter 21 of 1985 Life Safety Code 

4:51 

Are We Gambling With Retarded Citizens’ Lives? 4:47 

Fire, Lexington, Ky., Nov. 20, 1984. 4:76 
Boarvinc HoME Fires 

Alabama, February 1984. 4:77 

Beverly, Mass., July 4, 1984. 4:77 

Pennsylvania, September 1984. 3:11 
Boarpinc Homes 

Are We Gambling With Retarded Citizens’ Lives? 4:47 
Boarpinc House Fires: 

Alabama, February 1984. 1:14 

Beverly, Mass., July 4, 1984. 1:44 
Boston, Mass.: 

Railroad Pier Fire, Jan. 20, 1984. 6:70 
Bow inc ALLEY Fire: 

Illinois, Aprii 1984. 1:11 
Boxes, PARAFFIN-COATED: 

Fire Started in. 6:23 
Branps 

Flying, Fires Caused by. 6:78 
BRANDS, FLYING: 

Cause of Exposure Problems. 6:74 

Fires Caused by. 6:78 
Bripnce Fires 

Railroad, Salem, Mass., Nov. 16, 1984. 5:12; 6:70 
Brush Fire: 

Ignited by Warehouse Fire, Texas. 6:78 
Buena Vista, MICH.: 

Dwelling Fire, Oct. 18, 1984. 4:74 
Buitpinc Cones 

Minimum-Maximum in Minnesota (Appendix E). 3:26 
BUILDING-UNDER-CONSTRUCTION Fire: 

Philadelphia, Pa., May 3, 1984. 3:42 
BUILDING-UNDER-DEMOLITION FIRES 

Contaminated Water Used in Fighting Fire (PCB). 6:14 

Texas, February 1985. 6:14 
Buitpinc, ABANDoNED (See Also Vacant & Idle Bldg. Fires) 

Fire in, Washington, D.C., Nov. 2, 1984. 5:12 
BURGLARS: 

Incendiary Fire Started by. 2:12 


Cc 


Casinets, Equipment (Hospirat): 
Smoke Spread Through Electrical Connection. 4:92 
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Cases, TELECOMMUNICATION: 
Fire Tests of. 6:33 
CALIFORNIA: 
Apartment Building Fire, January 1985. 6:12 
Automobile Repair Shop/Stores Fire, June 26, 1984. 6:78 
Canyon Fire, May 7, 1984. 6:83 
Computer Center Fire, April 1985. 6:13 
Condominium-Complex-under-Construction Fire, 
Nov. 8, 1984. 6:70, 83 
Condominium-under-Construction Fire, January 1984. 1:15 
Dwelling Fire, September 1984. 4:11, 12 
Herb Processing Plant Fire, November 1984. 6:13 
Manufacturing Plant Fire, June 1984. 3:16 
Manufacturing Plant Fire, June 6, 1984. 6:78 
Manufacturing Plant Fire, May 1984. 3:14 
Motor Home Fire, September 1984. 5:12 
Pier Fires, May 9, 1984. 5:14 
Restaurant Fire, Dec. 4, 1984. 6:68 
School Fire, Feb. 27, 1984. 6:69 
Store Fire, October 1984. 4:79 
Supermarket Fire, January 1985. 6:12 
Warehouse Fire, July 20, 1984. 6:81 
CANDLE: 
Cause of Fatal Nursing Home Fire. 3:11 
CANNING PLANT Fire: 
Paris, Tex., Feb. 2, 1984. 6:70 
CANYON Fire: 
California, May 7, 1984. 6:83 
Cape CANAVERAL, FLa.: 
Cruise Ship Fire, March 9, 1984. § 
Caves (See Underground Structures) 
CEILING: 
Fire-Rated, Prevents Fire Spread. 4 
CEILING, SUSPENDED: 
Collapses During Fire. 4:63 
CHEMICAL REACTION: 
Cause of Fire. 4:80; 6:82 
Cuicopee, Mass.: 
Building-under-Construction Fire, June 6, 1984. 6:70 
CHILDREN AND CIGARETTE LIGHTER: 
Fire Caused by. 1:12 
Probable Cause of Fatal Fire. 4:75 
CHILDREN AND MATCHES: 
Cause of Fatal Fire. 4:74 
CHILDREN AND STOVE: 
Cause of Fire. 4:12 
CHILDREN, UNATTENDED: 
Victims in Fatal Fire. 1:14; 4:74, 76 
Curmney, DEFECTIVE: 
Fire Cause. 5:9 
CuristMas TREF Fire: 
California, January 1985. 6:12 
CHURCH Fire: 
Alabama, June 27, 1984. 1:11; 6:25 
CicarRetTe LIGHTER: 
Fatal Fire Caused by. 4:30; 5:46 
Fire Started by. 1:12; 6:69 
Incendiary Fire Possibly Started by. 1:11 
CLEARFIELD, UTAH: 
Rocket Propellant Plant Fire, March 2, 1984. 
Curton, N.J.: 
Flour Mill Fire, Nov. 18, 1984. 6:70 
Coat MINE ExPLosioNn AND Fire: 
Orangeville, Utah, December 1984. 4:19 
COMMUNICATIONS: 
Breakdown During Hospital Fire. 4:55 
CompuTER CENTER Fire: 
California, April 1985. 6:13 
Computers: (See Also Electronic Equipment 
& Data Processing Equipment). 
Control Fire Protection in Large Building Complex. 1:20 
Use of in Fire Protection of Large Building Complex. 1:20 
Used as Interface Between Authority and Jurisdiction. 1:27 
CONCEALED SPACE: 
Above Ceiling, Fire Spread Through. 4:79 
Fire Spread Through. 6:68, 69, 71, 81 
ConpominiuM ComMPLex Fires: 
Houston, Tex., May 13, 1984. 6:70 
Utah, Dec. 22, 1984. 6:74 
ConpoMIniuM-COMPLEX-UNDER-CONSTRUCTION FIRE: 
Coronado, Calif., Nov. 8, 1984. 6:70, 83 
CONDOMINIUM-UNDER-CONSTRUCTION FIRE: 
California, January 1984. 1:15 
CONFLAGRATION: 
Philadelphia, Pa., May 3, 1984. 3:42 
CONNECTICUT: 
Dwelling Fire, January 1984. 1:12 
Store Fire, June 1984. 3:14 
ConvecTION CURRENTS: 
Thermal, Contributed to Fire Spread. 6:93 
CONVERGENCE CLUSTERS: 
Behavior Pattern in High-Rise Building Fires. 6:27 
Coronapo, CALF: 
Condominium-Complex-under-Construction Fire, Nov. 
1984, 6:70, 83 
CorreECTIONAL CENTER FIRE: 
Maryland, September 1984. 5:9 
CorRECTIONAL FACILity Fire: 
Okiahoma, Sept. 3, 1984. 6:72 
Corripors: 
Exit Access, Fire Spread Through. 1:45 
Crawrorp, B.E.: 
NFPA Board of Direccors’ Resolution for. 6:62 
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March; 3: May; 4: July; 5: September; 6: No- 
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4:33 refers to the July issue, page 


AIRCRAFT Fire 
Las Vegas. Nev., Nov. 18, 1984. 6:70 
Akron, O10 
Akron Univ. Center for Fire, Haz/Mats Research. 2:20 
Steam Energy Plant Fire, December 1984. 4:79 
ALABAMA 
Boarding House Fire, February 1984. 1:14; 4:77 
Church Fire, June 1984. 1:11; 6:25 
Manufacturing Plant Fire, Aug. 10, 1984. 6:76 
ALARM DELAYED 
Alarm Company Received Burglar Alarm. 6:82 
Automatic Dialer Burglar Alarm Delayed Phone Call. 5:9 
Bridge Tender Investigated Fire. 5:12 
Detection System Failed to Signal Remote Station. 6:68 
Discoverer Did Not Notify Fire Department. 1:48 
Discoverers Fought Fire with Garden Hose. 1:15 
Employee Fought Fire. 2:56; 5:9 
Employee Notified Other Employees and Plant Fire 
Brigade. 5:54 
Employees Fought Fire. 3:16; 4:13, 78; 6:79 
Employees Thought Fire Had Been Extinguished. 1:15 
Facility Closed for Holiday. 6:81 
Occupant Alerted Others. 6:72 
Occupant Attempted to Rescue Children. 4 
Occupant Awoke Other Hotel Occupants. 4 
Passerby Drove to Police Station to Report Fire 
Passerby Reported Fire. 6:76, 80 
Plant Shut Down, Passerby Reported Fire. 6:76 
Police Investigated Burglar Alarm. 6:76 
Resident Looked for Proprietor. 3:12 
Telephone Jack Not Plugged in. 4:75 
Telephone Lines Severed. 6:14 
Workmen Fought Fire. 6:14 
ALASKA 
Hotel Fire, April 27, 1984. 6:73 
School Fire, March 22, 1984. 6:70 
ALEXANDRIA, VA 
Geographic-Based Management Information System. 1:39 
AMERICAN Society OF MECHANICAL ENGINEERS (See ASME) 
3:50 
AMUSEMENT Park Fire 
Jackson Township, N.J., May 11, 1984. 4:30; 5:45 
APARTMENT BUILDING Fires 
Arkansas, July 1984. 4:12 
California, January 1985. 6:12 
Maryland, January 1984. 2:13 
Minnesota, February 1984. 2:13 
North Adams, Mass., October 1984. 4:75 
Oregon, October 1984. 5:10 
APARTMENT COMPLEX Fire 
Georgian Towers, Silver Spring, Md., Jan. 9. 1979. 6:27 
APARTMENT COMPLEX-UNDER-CONSTRUCTION FIRE 
Oklahoma, Feb. 23, 1984. 6:75 
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APARTMENTS-UNDER-CONSTRUCTION FIRE: 
Coronado, Calif., Nov. 8, 1984. 6:70 
AppeNpIx E: 
Minnesota's Answer to Mini-Max Building Code. 3:26 
Aqueous FitM-FoRMING Foam: 
Injected in Ship Fuel Tanks to Prevent Explosion. 3:126 
ARIZONA 
Manufacturing Plant Fire, August 1984. 3:14 
Manufacturing Plant Fire, 1984. 6:73 
Paper Mill Fire, April 19, 1984. 6:78 
Storage Tank Fire, July 1984. 1:15 
ARKANSAS 
Apartment Building Fire, July 1984. 4:12 


ASME 


Hydrolevel v. ASME: A Retrospect. 3:50 
ATTK 
Exterior Fire Extended under Eaves Through Duct System 
6:23 
Fire in. 3:14; 5:9 
Fire Spread Through. 4:12 
Undivided, Fire Spread Through. 1:12; 6:70, 76 


AvromosiLe Repair SHop/StTores Fire 


California, June 26, 1984. 6:75 


AvTomosiLe/GaAsoLINe TANK TRUCK Fire 


Florida, June 1984, 2:14 


Bavtimore, Mp 

Warehouse Fire (Vacant), June 27, 1984. 6:70 
Barrow, ALASKA 

School Fire, March 22, 1984. 6:70 
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Gas Plant Fire, Sept. 30, 1984. 6:70 
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Bayonne, N.J 
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Betimore, N.Y 

Dwelling Fire, Feb. 9, 1984. 4:76 
Beverty, Mass 

Boarding Home Fire, July 4, 1984. 1:44; 4:77 
BILLBOARD: 

On Roof, Collapses During Fire. 1:50 
BIMONTHLY Fire Recorp. (See Also Fire Record) 1:11 
Boarp AND Care Homes: 

An Overview of Chapter 21 of 1985 Life Safety Code 

4:51 

Are We Gambling With Retarded Citizens’ Lives? 4:47 

Fire, Lexington, Ky., Nov. 20, 1984. 4:76 
Boarvinc HoME Fires 

Alabama, February 1984. 4:77 

Beverly, Mass., July 4, 1984. 4:77 

Pennsylvania, September 1984. 3:11 
Boarpinc Homes 

Are We Gambling With Retarded Citizens’ Lives? 4:47 
Boarpinc House Fires: 

Alabama, February 1984. 1:14 

Beverly, Mass., July 4, 1984. 1:44 
Boston, Mass.: 

Railroad Pier Fire, Jan. 20, 1984. 6:70 
Bow inc ALLEY Fire: 

Illinois, Aprii 1984. 1:11 
Boxes, PARAFFIN-COATED: 

Fire Started in. 6:23 
Branps 

Flying, Fires Caused by. 6:78 
BRANDS, FLYING: 

Cause of Exposure Problems. 6:74 

Fires Caused by. 6:78 
Bripnce Fires 

Railroad, Salem, Mass., Nov. 16, 1984. 5:12; 6:70 
Brush Fire: 

Ignited by Warehouse Fire, Texas. 6:78 
Buena Vista, MICH.: 

Dwelling Fire, Oct. 18, 1984. 4:74 
Buitpinc Cones 

Minimum-Maximum in Minnesota (Appendix E). 3:26 
BUILDING-UNDER-CONSTRUCTION Fire: 

Philadelphia, Pa., May 3, 1984. 3:42 
BUILDING-UNDER-DEMOLITION FIRES 

Contaminated Water Used in Fighting Fire (PCB). 6:14 

Texas, February 1985. 6:14 
Buitpinc, ABANDoNED (See Also Vacant & Idle Bldg. Fires) 

Fire in, Washington, D.C., Nov. 2, 1984. 5:12 
BURGLARS: 

Incendiary Fire Started by. 2:12 
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Casinets, Equipment (Hospirat): 
Smoke Spread Through Electrical Connection. 4:92 
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Cases, TELECOMMUNICATION: 
Fire Tests of. 6:33 
CALIFORNIA: 
Apartment Building Fire, January 1985. 6:12 
Automobile Repair Shop/Stores Fire, June 26, 1984. 6:78 
Canyon Fire, May 7, 1984. 6:83 
Computer Center Fire, April 1985. 6:13 
Condominium-Complex-under-Construction Fire, 
Nov. 8, 1984. 6:70, 83 
Condominium-under-Construction Fire, January 1984. 1:15 
Dwelling Fire, September 1984. 4:11, 12 
Herb Processing Plant Fire, November 1984. 6:13 
Manufacturing Plant Fire, June 1984. 3:16 
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Manufacturing Plant Fire, May 1984. 3:14 
Motor Home Fire, September 1984. 5:12 
Pier Fires, May 9, 1984. 5:14 
Restaurant Fire, Dec. 4, 1984. 6:68 
School Fire, Feb. 27, 1984. 6:69 
Store Fire, October 1984. 4:79 
Supermarket Fire, January 1985. 6:12 
Warehouse Fire, July 20, 1984. 6:81 
CANDLE: 
Cause of Fatal Nursing Home Fire. 3:11 
CANNING PLANT Fire: 
Paris, Tex., Feb. 2, 1984. 6:70 
CANYON Fire: 
California, May 7, 1984. 6:83 
Cape CANAVERAL, FLa.: 
Cruise Ship Fire, March 9, 1984. § 
Caves (See Underground Structures) 
CEILING: 
Fire-Rated, Prevents Fire Spread. 4 
CEILING, SUSPENDED: 
Collapses During Fire. 4:63 
CHEMICAL REACTION: 
Cause of Fire. 4:80; 6:82 
Cuicopee, Mass.: 
Building-under-Construction Fire, June 6, 1984. 6:70 
CHILDREN AND CIGARETTE LIGHTER: 
Fire Caused by. 1:12 
Probable Cause of Fatal Fire. 4:75 
CHILDREN AND MATCHES: 
Cause of Fatal Fire. 4:74 
CHILDREN AND STOVE: 
Cause of Fire. 4:12 
CHILDREN, UNATTENDED: 
Victims in Fatal Fire. 1:14; 4:74, 76 
Curmney, DEFECTIVE: 
Fire Cause. 5:9 
CuristMas TREF Fire: 
California, January 1985. 6:12 
CHURCH Fire: 
Alabama, June 27, 1984. 1:11; 6:25 
CicarRetTe LIGHTER: 
Fatal Fire Caused by. 4:30; 5:46 
Fire Started by. 1:12; 6:69 
Incendiary Fire Possibly Started by. 1:11 
CLEARFIELD, UTAH: 
Rocket Propellant Plant Fire, March 2, 1984. 
Curton, N.J.: 
Flour Mill Fire, Nov. 18, 1984. 6:70 
Coat MINE ExPLosioNn AND Fire: 
Orangeville, Utah, December 1984. 4:19 
COMMUNICATIONS: 
Breakdown During Hospital Fire. 4:55 
CompuTER CENTER Fire: 
California, April 1985. 6:13 
Computers: (See Also Electronic Equipment 
& Data Processing Equipment). 
Control Fire Protection in Large Building Complex. 1:20 
Use of in Fire Protection of Large Building Complex. 1:20 
Used as Interface Between Authority and Jurisdiction. 1:27 
CONCEALED SPACE: 
Above Ceiling, Fire Spread Through. 4:79 
Fire Spread Through. 6:68, 69, 71, 81 
ConpominiuM ComMPLex Fires: 
Houston, Tex., May 13, 1984. 6:70 
Utah, Dec. 22, 1984. 6:74 
ConpoMIniuM-COMPLEX-UNDER-CONSTRUCTION FIRE: 
Coronado, Calif., Nov. 8, 1984. 6:70, 83 
CONDOMINIUM-UNDER-CONSTRUCTION FIRE: 
California, January 1984. 1:15 
CONFLAGRATION: 
Philadelphia, Pa., May 3, 1984. 3:42 
CONNECTICUT: 
Dwelling Fire, January 1984. 1:12 
Store Fire, June 1984. 3:14 
ConvecTION CURRENTS: 
Thermal, Contributed to Fire Spread. 6:93 
CONVERGENCE CLUSTERS: 
Behavior Pattern in High-Rise Building Fires. 6:27 
Coronapo, CALF: 
Condominium-Complex-under-Construction Fire, Nov. 
1984, 6:70, 83 
CorreECTIONAL CENTER FIRE: 
Maryland, September 1984. 5:9 
CorRECTIONAL FACILity Fire: 
Okiahoma, Sept. 3, 1984. 6:72 
Corripors: 
Exit Access, Fire Spread Through. 1:45 
Crawrorp, B.E.: 
NFPA Board of Direccors’ Resolution for. 6:62 





Curtinc-anp- WELDING Operations: (See Also Welding 
and Cutting Operations): 
Cause of Large-Loss Fire. 6:81 
Fire Caused by. 1:11; 2:53; 3:106; 4:78; 6:14, 71, 73, 75, 78 
Insulation Ignited by Acetylene Torch. 6:25 
Sparks Ignite Fuel Oil Pool. 6:14 








DEFINITIONS: 
Fire Department. 5:25 
Life Safety Strategies. 5:28 
Safety Margin Principle. 5:29 
Denver, Coo.: 
Store and Offices Fire, March 3, 1984. 6:70 
DETECTION AND ALARM Systems: 
False Alarms From: 4:92 
Detector, Heat, Not a Factor In Fire: 
Disconnected. 4:78 
Detector, SMoKE, Not a Factor InN Fire: 
Battery Removed. 4:74, 75 
Not Installed. 4:74 
Derectors, HEAT, SATISFACTORY PERFORMANCE. 1:12; 6:71 
Detectors, SMOKE AND HEAT: 
A Decade of Detectors: Measuring the Effect. 5:37 
Detectors, SMOKE, SA‘ISFACTORY PERFORMANCE. 1:51; 4:62, 
77, 79; 5:09; 6:12, 70, 72 
Docuovse: 
Quartz Light in, Causes Fatal Fire in Dwelling. 6:12 
Door: 
Hollow-Core, Fire Broke Through. 4:12 
Nonfire-Rated, Fire Spread Through. 4:78 
Door, ExTERIor: 
Barred During Fatal Fire. 1:14 
Doors: 
Boarded up in Fatal Fire (Vacant Building). 5:73 
Open on Ship, Smoke and Heat Spread Through. 6:43, 45 
Doors, Corripor: 
Open, Heat and Smoke Spread Through. 3:128 
Doors, Exit: 
Barred, Prevented Escape. 4:77 
Blocked, Factor in Fatal Fire. 4:76 
Hook-Closed, Fatalities Caused by. 1:51 
Opened Inward, Fatalities Caused by. 1:51 
Doors, ExTERtor: 
Boarded up in Fatal Fire (Vacant Building). 5:12 
Left Open, Contributed to Fire Spread. 6:12 
Doors, Fire: 
Activated From Central Point, Factor in Large-Loss 
Fire. 6:93 
Blocked Open. 6:53 
Closed, Contained Fire. 6:73 
Closed, Trapped Occupants in Fatal Fire. 4:79 
Open, Fire Spread Through. 3:128 
Open on Ship, Smoke and Heat Spread Through. 6:45 
Prevented Fire Spread. 4:79 
Prevented Smoke Spread. 4:55 
Roll-Up, Smoke Spread Through. 4:91 
Dormitorigs: 
How Washington Univ. Planned Life Safety Improvements. 
5:33 
Dormitory Fire: 
Vocational School, Pennsylvania, November 1984. 6:10 
DusugQue, Iowa: 
School Fire, May 17, 1984. 6:69, 70 
Duct, ExHaust: 
Kitchen, Fire Spread Through. 6:23 
Ducts, ELECTRICAL: 
Smoke Spread Through. 4:63 
Dunpatk, Mb.: 
Store Fire, October 22, 1984. 4:78 
DWELLING Fires: 
Bellmore, N.Y., Feb. 9, 1984. 4:76 
Buena Vista, Mich., Oct. 18, 1984. 4:74 
California, September 1984. 4:11, 12 
Connecticut, January 1984. 1:12 
Florida, June 1984. 3:12 
Illinois, May 1984. 3:12 
Iowa, January 1984. 1:12 
Magnolia, Ark., Feb. 10, 1984. 4:74 
Massachusetts, October, 1984. 5:09 
Massachusetts, September 1984. 5:09 
Mississippi, January 1985. 6:10 
New York State, January 1985. 6:12 
Niagara Falls, N.Y., October 1984. 4:30, 74 
Spartanburg, S.C., May 1984. 4:74 
Storefront Home, No. Carolina, January 1984. 2:13 
Tacoma, Wash., February 1984. 4:75 
Texas, March 1984. 1:14; 4:76 
Washington State, August 1984. 2:12 








Eprroriats: 
A Calendar for Firesafety. 5:5 
Come to Chicago & Stay on Top of Things at Home. 3:5 
Fire Research. 2:5 
Taking a Look at Health Care Firesafety. 4:5 
To Boldly Go Where No Man Has Gone Before. 1:5 
Why Are Wood Shingle Roofs Still So Popular? 6:6 
Evectricat Ducts: 
Smoke Spread Through. 4:91 


ELectricaL EQuiPMENT Fires: 
Attic Fan Overheats. 3:12 
Busway. 4:55; 6:71 
Droplight Overheats. 3:14 
Electric Frying Pan, Faulty Cord. 4:74 
Fan Overheats. 3:12 
Hot Plate Ignites Combustibles. 2:12 
Immersion Heater Ignites Combustibles. 5:11 
Motor Short-Circuits, Ignites Combustible Liquid. 4:13 
Portable Light Ignites Combustibles. 5:10 
Television Set. 4:11 
ELECTRICAL Fires: 
Bridge Signal Control Box. 5:12 
Defective Fluorescent Light Bank. 6:79 
Excess Use of Power. 1:11 
Extension Cord Overloaded. 2:10 
Fluorescent Lights. 3:16 
High School, Groveton, Pa., Dec. 1, 1984. 5:73 
Improper Wiring Ignites Insulation. 2:10 
Overload. 4:77 
Overloaded Outlet. 1:14 
Probable Cause of Washington School Fire, December 
1984. 6:10 
Quartz Light in Doghouse Possible Fire Cause. 6:12 
Short Circuit. 1:11; 2:10; 4:56; 5:10 
Short Circuit, Possible Fire Cause. 6:68, 72 
Wiring Overheated. 5:9 
ELECTRICAL POWER FAILurREs: 
In Hospital During Fire. 4:55 
ELevaTor SHAFTS: 
Fire Spread up. 3:106 
Emp.oyees, Hospitac: 
Prompt Actions by, Prevent Injuries in Fire. 4:56 
EVACUATION: 
Commercial Building, Successful. 3:45 
Correctional Facility, Successful. 6:72 
Hospital, Successful. 4:55; 6:71, 79 
Hotel, Successful. 6:73 
Shopping Mall, Successful. 3:46 
Exits: 
Access to Convoluted, Factor in Fatal Fire. 4:30 
EXPLOSION: 
Ammonia Tank. 6:78 
Butane Cylinders. 6:73 
Calcium Hypochlorite. 6:82 
EXPLOSION AND Fire: 
Gasoline Spill. 6:16 
Natural Gas. 5:11 
Propane Gas Leak. 6:17 
Waste Being Recycled. 6:77 
EXPLosIons: 
Ammonia. 2:58 
Anhydrous Ammonia. 2:43 
Chemical Reaction. 4:80 
Drums of Titanium Fines. 4:14 
Fuel Oil Truck, Maryland, January 1984. 2:13 
Gasoline Vapors. 2:14 
Kerosine. 2:13 
LP-Gas. 1:12 
LP-Gas Cylinder. 2:13 
LP-Gas Vapors. 4:13 
Oil Drums. 1:15 
Propane. 4:81 
Propane Gas. 1:11 
Propane Gas Vapors. 4:80 
Sawdust. 4:13 
Toluene, Xylene, Methyl Ethyl Ketone Waste. 4:79 
Waste Being Converted to Steam. 4:79 
Wood Dust. 4:13 
EXTINGUISHER, CARBON D1ox1DE: 
Ineffective. 1:15 
ExTincuisHers, Dry CHEMICAL: 
Ineffective on Freight Train Fire. 3:16 
Ineffective on Shipboard Fire. 3:88 


EXTINGUISHERS, Dry CHEMICAL, SATISFACTORY PERFORMANCE. 


5:11 

EXTINGUISHERS, PORTABLE, UNSATISFACTORY PERFORMANCE. 
5:12 

EXTINGUISHERS, WATER-T PE: 
Ineffective on Shipboard Fire. 3:88 

EXTINGUISHING SysTEM, SATISFACTORY PERFORMANCE: 
Carbon Dioxide. 1:15 





Farrrax County, Va.: 
Computer-Controlled Fire Protection in Large Building 
Complex. 1:20 
Fire Away; 
NFPA Satellite Television Interview Series. 1:34 
Fire Boat: 
Fed Refinery's Water System in Fire. 4:80 
Fire BRANDs: 
Spread by Wind. 1:15 
Fire BRIGADE: 
Hampered by Lack of Protective Clothing. 3:123 
Fire BRIGADE, INDUSTRIAL: 
Effective. 5:11 
Ineffective, Equipment Inadequate. 2:61; 6:14 
Fire DEATHS AND INJURIES: 
Life Safety Strategies to Reduce Risk of. 5:25 
Fire Deatus, U.S.: 
1984 Multiple-Death Fires in the United States. 4:18 
Fire DEPARTMENT: 
Definition of. 5:25 
Fire DEPARTMENT OPERATIONS: 
Effective, Prevent Loss of Life and Fire Spread. 3:111 
Prefire Planning Effective. 3:43 


Fire DEPARTMENT OPERATIONS HAMPERED: 
Access Limited, Bricked-Up Windows. 6:75 
Access Limited, Undivided Attic. 6:70 
Access to Buildings Limited. 1:12 
Car Ruptures Hose Line Across Road. 2:10 
Explosion Sheared Off Hydrants. 4:80 
Fire Inaccessible, Between Roof and Ceiling 
Handline failure. 3:123 
Heavy Smoke. 6:68 
High Winds, Heavy Smoke, Closed Bridge. 5:12 
Hose Failure. 3:86 
Inadequate Water Pressure and Water Supply. 1:15 
Inadequate Water Supply. 4:80 
Incompatible Standpipe Connections Aboard Ship. 3:86 
Intense Heat and Smoke. 3:123 
Lack of Hydrants. 6:72 
Lack of Training in Shipboard Fire Fighting. 3:86 
Phone Service Failed, Delayed Mutual-Aid Requests. 6:10 
Rock Wool Insulation Deflected Hose Streams to Roof 
Fire. 6:81 
Ruptured Water Main. 6:74 
Simultaneous Fires. 5:12 
Single Hotel Master Passkey Delayed Search. 4:78 
Snow, Ice Fell off Pitched Roof. 6:74 
Structures Atop 4,000-Foot Mountain Road. 6:74 
Subzero Temperatures, Delayed Alarm, Broken Water 
Main. 6:74 
Yoxic Fumes, Lack of Water. 2:14 
Water Supply Limited (Hydrant Frozen). 4:78 
Windows, Doors Boarded up. 5:12 
Fire Dritts: 
Theme of 1985 Fire Prevention Week. 4:9 
Fire INVESTIGATORS: 
Proposed Curriculum Changes for. 1:60 
Scientific Education for. 1:60 
Fire JOURNAL: 
Subscription Offer to Nonmembers of NFPA. 3:156 
Fire Loss, U.S.: 
During 1984. 5:14 
Fire PREVENTION WEEK: 
A Calendar for Firesafety (Editorial). 5:5 
Fire Drills Save Lives, 1985 Theme. 4:9 
FirE PROTECTION: 
By Computers in Large-Scale Building Complex. 1:20 
Checklist for Health Care Facilities. 4:43 
Computer as Interface Between Authority and Jurisdiction 
1:27 
Geographic-Based Management Information Systems for 
1:39 
Mobil Oil Corp. Marketing/Refining, U.S. Div. Head- 
quarters. 1:20 
NFPA Satellite Communications Broadcasts on. 1:34 
Fire PROTECTION RESEARCH: 
Akron University Center for Fire, Haz/Mats Research. 2:20 
Developing Method for Assessing Toxic Hazard. 2:24 
ESFR Sprinklers: New Approach to High-Challenge 
Storage. 2:30 
Full-Scale Smoke Toxicity Test, Furnished Rooms. 2:35 
Fire Recorp (See Also Bimonthly Fire Record). 1:11; 2:10; 
3:11; 4:11; 5:9; 6:10 
Fire RESEARCH 
ESFR Sprinkler System, A New Approach. 2:30 
Fire, Haz/Mats Center at Univ. of Akron. 2:20 
Full-Scale Smoke Toxicity Test, Furnished Rooms. 2:35 
NBS Toxic Hazard Assessment Project. 2:24 
Fire Tests: 
Fire-Resistant Telecommunications Equipment. 6:33 
Smoke Toxicity in Furnished Rooms (Full-Scale). 2:35 
FIREBALL: 
In Hotel Fire. 6:73 
FIREBRANDS: 
Ignite Building, Brush Fires Remote From Fire. 2:60 
FIREPLACE: 
Fire Cause. 6:74 
Heat Ignites Combustible Cover. 6:12 
Fireworks Dispiay Fire: 
Maine, July 1984. 4:14 
FLAMMABLE, CoMBUSTIBLE LiguiDs Fires: 
Electric Motor Short-Circuits, Ignites Liquid Urethane 
4:13 
Fuel Oil Flow from Oil Truck. 2:13 
Gasoline. 3:12; 4:12; 6:16 
Kerosene. 2:13 
Lamp Oil. 6:73 
Lubricating Oil. 6:43 
Lubricating Oil Overheated. 6:76 
Rubber Cement. 4:11 
Xylol Solvent. 5:11 
FLASHOVER: 
Hotel Fire. 6:73 
Manufacturing Plant Fire. 6:79 
Possibly Occurred in Dwelling Fire. 4:12 
Restaurant Fire. 6:68 
FLoripA: 
Cruise Ship Fire, Aug. 20, 1984. 6:43 
Cruise Ship Fire, March 9, 1984. 3:85 
Dwelling Fire, June 1984. 3:12 
Restaurant Fire, April 9, 1984. 1:11; 6:23 
Restaurant Fire, September 1984. 4:11 
Service Station Fire, January 1984. 2:14 
Vehicle Crash (Gas Tanker, Auto), June 1984. 2:14 
Warehouse Fire, January 1984. 2:14 
Fiour Mite Fire: 
Clifton, N.J., Nov. 18, 1984. 6:70 
Fiowinc Ligurp Fire: 
Water Spreads Burning Chemicals. 3:14 
Foam: 
Satisfactory Performance. 1:15; 2:14; 3:14 
Used on Vehicle, Service Station Fire. 2:14 
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FoaM, AQUEOUS FILM-FoRMING: 
Injected in Ship Fuel Tanks to Prevent Explosion, 3:126 
Satisfactory Performance. 1:15 

Foop CANNING PLANT Fire 
Paris. Tex., Feb. 2, 1984. 6:70 

Freenop, NJ. 

Racetrack Grandstand Fire. 6:70 

FUELING OPERATIONS 
Improper, Cause of Fire. 2:14 

FURNITURE 
Couch, Fire Started in. 4:77 


G 





Garace, Repair, FIRE: 

Kansas, September 1984. 4:13 
Gas 

LP, Explosion. 2:13 

Natural, Explosion and Fire. 5:11 
Gas ExPLosions 

Propane. 4:81 
Gas Fires 

LP-Gas Line, Leaking. 4:14 

LP-Gas, Motor Home. 5:12 

Propane. 1:11; 6:17 
Gas Fires AND ExPLosions 

Anhydrous Ammonia. 2:43 

LP-Gas. 2:13 

Propane. 4:80 

Propane Gas. 1:12 

Propane Leak. 6:17 
Gas Leak 

LP-Gas, Fire Involving. 4:14 

Propane, Cause of Explosion. 4:81 

Propane, Cause of Explosion and Fire. 4:80; 6:17 
Gas LIne 

Ruptured, Causes Leak, Explosion, Fire. 5:11 
Gas PLant Fire 

Basile, La., Sept. 30, 1984. 6:70 
GASOLINE Fire 

Gasoline Improperly Stored on Marine Battery. 4:12 
Gaston, ORE 

Vehicle Collision, Fire, Aug. 25, 1984 
GEORGIA 

Shopping Center Fire, Nov. 15, 1984. 6:74 
Grain ELEVATOR Fire 

Knoxville, Tenn., Sept. 19, 1984. 6:70 
Grain ProcessinG PLANT Fire 

Manitowoc, Mich., Aug. 5, 1984. 6:70 
GRANDSTAND Fire (RACETRACK) 

Freehold, N.J., May 4, 1984. 6:70 
GRANTSVILLE, UTAH 

School Fire, Feb. 12, 1984. 6:70 
Grass Fire 

Controlled Burning Spreads to, Destroys Warehouse. 3:14 
GREASE 

Fire Spread by. 6:23 
Group Homes: 

Are We Gambling With Retarded Citizens’ Lives? 4:47 
Groveton, Pa 

School Fire, December 1, 1984. 5:73 
Gurnee, Iu 

School Fire, Dec. 20, 1984. 6:70, 71 


H 





Hatrway House Fire 
Lexington, Ky., Nov. 20, 1984. 4:76 
Hamtramck, MICH. 
Multi-Tenant Industrial Complex Fire, Aug. 6, 1984. 6:70, 
72 
“Hauntep Caste” Fire 
Jackson Township, N.J., May 11, 1984. 5:45 
“Hauntep House” Fire 
Prince William County, Va., October 1983. 5:84 
Hazarpous Waste MATERIAL 
Illegal Burning of, Fire Cause. 1:15 
Heacru Care Facitities 
Fire Protection Checklist for. 4:43 
Firesafety in N.Y. Residences for Mentally Retarded. 4:38 
Heat Derectror Not a Factor IN Fire 
Disconnected. 4:11 
Heat Detectors, UNSATISFACTORY PERFORMANCE 
Did Not Alarm. 4:12 
Heaters, Gas-Firep 
Fire Started by. 6:10 
HEATERS, KEROSENE 
Fire Started by. 4:76 
HEATING-AND-COOKING EQUIPMENT Fires 
Electric Stove Ignites Combustibles. 4:12 
Flame From Butane Stove Ignites Vapors. 2:14 
Kerosene Used to Restart Wood Stove. 2:13 
Oil Burner Malfunctions. 5:9 
Pan Left Unattended. 4:74 
Water Heater Ignites Combustibles. 5:9 
HELICOPTERS 
Police, Discover Processing Plant Fire. 6:13 
Used in Fighting Fire. 2:64; 6:81 
HERB PROCESSING PLANT FIRE 
California, November 1984. 6:13 


HiGH TECHNOLOGY IN FIRE PROTECTION: 
Computer as Interface Between Authority and Jurisdiction 
1:27 
Computer-Controlled Fire Protection in Large Building 
Complex. 1:20 
Geographic-Based Management Information System. 1:39 
NFPA Satellite Communication Broadcasts. 1:34 
HiGH-CHALLENGE STORAGE PROTECTION: 
ESFR Sprinkler System, A New Approach. 2:30 
Hicu-Rist Burtpinc Fires 
Convergence Cluster Behavioral Pattern in. 6:27 
Hisroric Burpinc Eres: 
Denver, Colo., March 3, 1984. 6:75 
Milwaukee, Wis., Feb. 23, 1984. 5:14 
Hosprrav Fires: 
Pennsylvania, November 1984. 3:12 
Winston-Salem, N.C., Aug. 12, 1984. 4:55; 6:71 
Hore Fires: 
Alaska, April 27, 1984. 6:73 
Convergence Cluster Behavioral Pattern in. 6:28 
Houston, Tex., March 6, 1982, Convergence Clusters in 
6:28 
Las Vegas, Nev., Nov. 21, 1980, Convergence Clusters in 
6:28 
MGM Grand Hotel, Las Vegas, Nev., Nov. 21, 1980. 6:28 
Noblesville, Ind., February 1984. 4:77 
Paterson, N.J., October 1984. 4:76 
Westchase Hilton Hotel, Houston, Tex., March 6, 1982 
6:28 
Horets 
Firesafety, An Update. 1:56 
HOUSEKEEPING, INDUSTRIAL 
Poor, Factor in Fire Loss. 6:79 
Poor, Factor in Fire Spread. 3:16 
Houston, Tex 
Condominium Compleyv Fire, May 13, 1984. 6:70 
Westchase Hilton Hotel Fire, March 6, 1982. 6:28 
HVAC System 
Smoke Spread Through. 6:55 
Hyprocevet Case 
Hydrolevel Versus ASME, A Retrospect. 3:50 


ILLINoIs 
Bowling Alley Fire, April 1984. 1:11 
Manufacturing Plant Fire, July 1984. 1:14 
Manufacturing Plant Fire, October 1984. 5:11 
Museum Fire, Dec. 31, 1984. 6:68 
INCENDIARY (Suspicious) Fires 
Boarding Home, Beverly, Mass., July 4, 1984. 1:44; 4:77 
Canyon, Calif., May 7, 1984. 6:83 
Computer Center, California, April 1985. 6:13 
Condominium-under-Construction, California, January 
1984. 1:15 
Herb Processing Plant, California, November 1984. 6:13 
Hotel, Alaska, April 27, 1984. 6:73 
Hotel, Noblesville, Ind., February 1984. 4:77 
Hotel, Paterson, N.J., October 1984. 4:76 
Lumber Yard, Pennsylvania, Oct. 10, 1984. 6:76 
Metal Reclamation Center, New Jersey, July 23, 1984. 6:79 
Multi-Tenant Warchouse, Michigan, Aug. 6, 1984. 6:73 
Multi-Use Occupancy, Michigan, January 1984. 2:12 
Restaurant, California, Dec. 4, 1984. 6:68 
Restaurant, Florida, April 9, 1984. 1:11; 6:23 
Restaurant, Florida, September 1984. 4:11 
School Dormitory, Pennsylvania, November 1984. 6:10 
School, California, Feb. 27, 1984. 6:69 
School, Illinois, Dec. 20, 1984. 6:71 
School, New York State, December 1984. 4:11 
Shopping Center, Georgia, Nov. 15, 1984. 6:74 
Store-Lodge-Office Building, Colorado, March 3, 1984 
6:75 
Supermarket, California, January 1985. 6:12 
Textile Storage, North Carolina, Dec. 6, 1984. 6:82 
Warehouse, Florida, January 1984. 2:14 
INCINERATOR/ResouRCcE RECOVERY FAcILity Fire 
Oklahoma, May 4, 1984. 6:76 
INDIANA 
Service-Station Fire, July 1984. 3:12 
INK: 
Ignited by Electrical Spark, Probable Fire Cause. 1:15 
INSULATION 
Contributed to Fire Spread. 6:83 
Fire Involving. 1:11, 12; 3:16 
Reflective, Factor in Fire Flashover. 6:79 
INSULATION, REFLECTIVE 
Manufacturing Plant Fire Involving. 3:16 
INSULATION, Woop FiBer 
Spontaneous Combustion of, Fire Cause. 6:70 
INTERIOR FINISH 
Combustible, Factor in Fire Spread. 1:45; 6:45 
Combustible, Fire Spread by. 5:46; 6:73 
Plywood, Fire Spread by. 5:54 
INTERIOR FinisH. COMBUSTIBLE 
Factor in Fire Spread. 1:45; 6:45 
Fire Spread by. 6:73 
INTERIOR FinisH, PLastic: 
Polyurethane, Fire Spread by. 4:30 
INTERIOR FinisH, PLastic LAMINATE VENEER 
Factor in Rapid Fire Spread. 6:94 
INTERIOR FinisH, PLywoop 
Fire Spread Along. 1:48 
INTOXICATION 
Possible Factor in Fire Fatalities. 1:14 
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lowa: 
Dwelling Fire, January 1984. 1:12 
Restaurant Fire, January 1984. 2:10 
School Fire, May 17, 1984. 1:12; 6:69 
School Fire, May 1984. 3:11 
IrviNG, TEX.: 
Manufacturing Plant Fire, May 14, 1984. 6:70 








Jackson TownsuiP, N.J.: 
Amusement Park Fire, May 11, 1984. 4:30; 5:45 
Jet Encine Repair FAciuity Fire 
Tinker Air Force Base, Oklahoma, Nov. 12, 1984. 6:16, 80 


K 





Kansas: 

Repair Garage Fire, September 1984. 4:13 
KNOXVILLE, TENN.: 

Grain Elevator Fire, Sept. 19, 1984. 6:70 





Larce-Loss Fires, U.S 
1984, Study of. 6:16 
Larce-Loss-or-Lire-Fires (10 or More Deaths) 
Beverly, Mass. (Boarding Home) (15). 1:44; 4:77 
Orangeville, Utah (Coal Mine) (27). 4:19 
Paterson, N.J., (Hotel) (15). 4:76 
Romeoville, Ill., (Ozl Refinery) (17). 4:80; 6:17 
Whitwell, Tenn. (Coal Mine) (13). 4:19 
Las Vecas, Nev 
Aircraft Fire, Nov. 18, 1984. 6:70 
MGM Grand Hotel Fire, Nov. 21, 1980. 6:28 
Learn Not to BuRN CAMPAIGN 
A Decade of Progress. 2:7 
Letrers. 1:6; 2:6; 3:6; 4:6; 
Lexincron, Ky 
Board and Care Home Fire, Nov. 20, 1984. 4:76 
Lire Sarety Cope 
An Overview of Chapter 21 of 1985 Life Safety Code. 4:51 
Lire SAFETY STRATEGIES 
Definition of. 5:28 
How Building Designers and Users Can Reduce Risk of 
Fire Deaths and Injuries. 5:25 
LIGHTING FIXTURES 
Droplight, Fire Caused by. 3:14 
Los ANGELES, CALIF.: 
Manufacturing Plant Fire, June 6, 1984. 6:70, 78 
Warehouse Fire, Oct. 24, 1984. 6:70 
Louisiana: 
Mobile Home Fire, January 1984. 2:14 
Warehouse Fire, Sept. 17, 1984. 2:43 
LuMBER YARD Fire: 
Pennsylvania, Oct. 10, 1984. 6:76 


5:6; 6:5 





M 





MAGNOLIA, ARK.: 
Dwelling Fire, Feb. 10, 1984. 4:74 
MAINE: 
Fireworks Display Fire Damages Pier, July 1984. 4:14 
MANAGEMENT INFORMATION SYSTEM 
Geographic-Based, in Alexandria, Va. 1:39 
Manitowoc, MIcH.: 
Grain Processing Plant Fire, Aug. 27, 1984. 6:70 
MANUFACTURING PLANT Fires 
Aerospace, Computer Components, California, June 1984 
3:16 
Aircraft Parts, Irving, Tex., May 14, 1984. 6:70 
Cardboard Cartons, Illinois, July 1984. 1:14 
Chemical Explosives, Simsbury, Ct., August 1984. 4:80 
Coated Wire, Illinois, October 1984. 5:11 
Cosmetics, California, May 1984. 3:14 
Electronic Components, Pennsylvania, October 1984. 5:11 
Electronic Machinery, California, June 6, 1984. 6:78 
Fabricated Foam Panels, No. Carolina, September 1984. 
4:13 
Gaskets, Alabama, Aug. 10, 1984. 6:76 
Ice Cubes, Arizona, August 1984. 3:14 
Machinery, Los Angeles, Calif., June 6, 1984. 6:70 
Metals Reduction, Ohio, August 1984. 4:13 
Mobile Radio Communication Equipment, N. Carolina 
January 1985. 6:13 
Paint, Missouri, Sept. 21, 1984. 6:17 
Paper Products, Bayonne, Mich., Nov. 3, 1984. 6:70 
Plastics, Waukegan, Ill., Aug. 26, 1984. 6:70 
Plywood, Nacogdoches, Tex., April 16, 1984. 2:53; 6:70, 78 
Plywood, Westfir, Oreg., Dec. 22, 1984. 6:70 
Rocket Propellant, Clearfield, Utah, March 2, 1984. 6:70 
Roofing, Ariz., July 17, 1984. 6:73 
Shoes, Belgium, Wis., Jan. 20, 1984. 6:70 
Wood Floors, Tennessee, August 1984. 4:13 
MARYLAND: 
Apartment Building Fire, January 1984. 2:13 
Correctional Training Center Fire, September 1984. 5:9 





MASSACHUSETTS: 
Dwelling Fire, September 1984. 5:9 
Railroad Bridge Fire, November 1984. 5:12 
Service Station Fire, January 1984. 2:14 
MEAT PRoceEssING PLANT Fire: 
Zeeland, Mich., Sept. 25, 1984. 6:70 
MENTAL InstrTUTIONS (See Also Hospitals) 
Are We Gambling With Retarded Citizens’ Lives? 4:47 
Firesafety in N.Y. Residences for the Mentally Retarded 
4:38 
MENTALLY RETARDED PERSONS: 
Are We Gambling With Retarded Citizens’ Lives? 4:47 
Firesafety and Self-Preservation in N.Y. Residences for. 
4:38 
Metat RECLAMATION CENTER Fire: 
New Jersey, July 23, 1984. 6:79 
Merat Recovery PLant Fire: 
Riverside, N.J., July 23, 1984. 6:70, 79 
MiaMI, Fra. 
Ship Fire, Aug. 20, 1984. 6:43 
MICHIGAN: 
Multi-Tenant Industrial Complex Fire, Aug. 7, 1984. 6:72 
Multi-Use Occupancy Fire, January 1984. 2:12 
MILWAUKEE, WIs.: 
Historic Building Fire, Feb. 23, 1984. 5:14 
MINNESOTA: 
Apartment Building Fire, February 1984. 2:13 
Minimum- Maximum Building Code in (Appendix E). 3:26 
MIssissiPPt: 
Dwelling Fire, January 1985. 6:10 
Missouri: 
Manufacturing Plant Fire, Sept. 21, 1984. 6:17 
Warehouse Fire, Feb. 1, 1984. 6:17 
Mosit On Corporation: 
Computer-Controlled Fire Protection in Large Building 
Complex. 1:20 
Mosite Home Fires (See Also Motor Home Fires) 
Louisiana, January 1984. 2:14 
Texas, January 1985. 6:12 
Texas, January 1985. 5:10 
Water Heater Collapses Floor. 5:10 
Mosice Rapio COMMUNICATIONS MANUFACTURING PLANT FIRE: 
North Carolina, January 1985. 6:13 
Motor Home Fire: 
California, September 1984. 5:12 
Mutti-Use Occupancy Fire: 
Michigan, January 1984. 2:12 
Muttipce-Deatu Fires, U.S.: 
1984, Study of. 4:18 
Muttipce-Occupancy Fire: 
Beverly, Mass., July 4, 1984. 4:77 
Museum Fire: 
Illinois, Dec. 31, 1984. 6:68 





N 





Nacocpocues, TEx.: 
Manufacturing Plant Fire, April 16, 1984. 2:53; 6:70 
NATIONAL Fire PROTECTION RESEARCH FOUNDATION: 
1984 Highlights. 3:80 
New Jersey: 
Metal Reclamation Center Fire, July 23, 1984. 6:70, 79 
New Mexico: 
Restaurant Fire, January 1984. 2:10 
Warehouse Fire, April 1984. 1:15 
New York State: 
Dwelling Fire, January 1985. 6:12 
Firesafety in Residences for Mentally Retarded. 4:38 
Petroleum Storage Facility Fire, June 9, 1984. 6:16 
School Fire, December 1984. 4:11 
Newport News, Va.: 
Warehouse Fire, May 26, 1984. 6:70 
NFPA: 
Satellite Communications for Fire Protection Personnel. 
1:34 
Universe of Knowledge, Satellite Network. 1:34 
NFPA Annuat Report, 1984. 3:65 
NFPA Boarp oF Directors MEETINGs: 
Boca Raton, Fla., Dec. 7 8, 1984. 3:91 
Chicago, Ill., May 12, 1985. 5:65 
Quincy, Mass., June 11, 1985. 6:58 
NFPA Cones, STANDARDS, Etc.: 
262, Official Adoption, 1984. 3:97 
72G, Official Adoption, 1984. 3:97 
101-1985, An Overview of Chapter 21. 4:51 
1004, Official Adoption, 1984. 3:97 
1141, Official Adoption, 1984. 3:97 
1963, Official Adoption, 1984. 3:97 
NFPA “Fire Away” Sateuite TV Series. 1:34 
NFPA Learn Not to Burn CaMPaAIGN: 
A Decade of Progress. 2:7 
NFPA Memser Apvisory CouncIiL: 
List of Members. 5:59 
NFPA PRresIDENT: 
Report of, for 1984. 3:66 
NFPA SarTe.tire COMMUNICATIONS PROGRAM. 1:34 
NFPA Stanparps ACTION: 
Formal Interpretation of NFPA Standards, 1985. 2:67; 
4:65; 6:65 
Proposed Tentative Interim Amendments, 1985. 2:67 
Summary of Action, 1984 Fall Meeting, 3:97 
Summary of Action, 1985 Annual Meeting. 6:64 
NFPA Stanparps Councit MEETINGS: 
Key West, Fla., Jan. 16-18, 1985. 4:68 
NFPA TENTATIVE INTERIM AMENDMENTS: 
Proposed, 1984, Comments Sought for. 1:71 
NFPA UNiverse OF KNOWLEDG*. SATELLITE Network. 1:35 


Nracara Fats, N.Y.: 
Dwelling Fire, October 1984. 4:30, 7 
Noscesvitte, INp.: 
Hotel Fire, February 1984. 4:77 
Nortu Apams, Mass.: 
Apartment Building Fire, October 1984. 4:75 
NortuH Caro.ina: 
Dwelling Fire (Storefront Home), January 1984. 2:13 
Manufacturing Plant Fire, September 1984. 4:13 
Mobile Radio Communication Manufacturing Plant Fire, 
January 1985. 6:13 
School Fire, February 1984. 2:12 
Textile Storage Facility Fire, Dec. 6, 1984. 6:82 
Nyack, N.Y.: 
Making A Wooden Victorian College Firesafe. 4:32 








Orrice BuiLpinc Fire: 
Oklahoma, Feb. 5, 1984. 6:74 
On10 
LP-Gas Leak and Ignition, January 1984. 4:14 
Manufacturing Plant Fire, August 1984. 4:13 
Recycling Plant Fire, Dec. 20, 1984. 6:77 
Om Rerinery Fire: 
Romeoville, Ill., July 23, 1984. 6:16 
OKLAHOMA: 
Apartment-Complex-under Construction Fire, Feb. 23, 
1984. 6:75 
Incinerator/Resource Recovery Plant Fire, May 4, 1984 
6:76 
Office Building Fire, Feb. 5, 1984. 6:74 
Prison Fire, Sept. 3, 1984. 6:72 
Tinker Air Force Base Fire, Nov. 12, 1984. 6:16, 80 
OxkvanHoma City, OKLa.: 
Jet Engine Repair Facility Fire, Nov. 12, 1984. 6:16, 80 
ORANGEVILLE, UTAH: 
Coal Mine Fire, Explosion, December 1984. 4:19 
OREGON: 
Apartment Building Fire, October 1984: 5:10 
School Fire, February 1984. 1:11 








PANELING: 
Wood, Fire Spread by. 3:12 
Paper Mut Fires: 
Arizona, April 19, 1984. 6:78 
Paris, Tex.: 
Food Canning Plant Fire, Feb. 2, 1984. 6:70 
PATERSON, N,J.: 
Hotel Fire, October 1984. 4:76 
Peasopy, Mass.: 
Tannery Fire, May 10, 1984. 6:70 
PENNSYLVANIA: 
Boarding Home Fire, September 1984. 3:11 
Building-under-Construction Fire, May 3, 1984. 3:42 
Dormitory Fire, November 1984. 6:10 
Hospital Fire, November 1984. 3:12 
Lumber Yard Fire, Oct. 10, 1984. 6:76 
Manufacturing Plant Fire, October 1984. 5:11 
Store Fire, September 1984. 5:10 
PETROLEUM STORAGE Facity Fire: 
New York State, June 9, 1984. 6:16 
PHILADELPHIA, Pa.: 
Building-under-Construction Fire, May 3, 1984. 3:42 
Pier Fires: 
Damaged by Fireworks, Maine, July 1984. 4:14 
Railroad, Boston, Mass., Jan. 20, 1984. 6:70 
San Francisco, Calif., May 9, 1984. 5:14; 6:70 
POLYCHLORINATED BipHENYLs (PCB): 
Contaminated Water Used in Building-under-Demolition 
Fire. 6:14 
POLYURETHANE FOAM PANEL: 
Accidently Ignited in Fatal Fire. 5:46 
Port CANAVERAL, FLa.: 
Ship Fire, March 9, 1984. 6:82 
Post OrFice Fire: 
Washington, D.C., Oct. 15, 1984. 6:70 
PREFIRE PLANNING: 
Lack of, Factor in Ship Fire. 3:85 
Prevents Fire Spread, Loss of Life. 3:43 
Prevents Hospital Disaster. 4:56 
Results in Fire Control in Warehouse Fire. 1:15 
PRINTING Press Fire: 
Rotogravure, Illinois, July 1984. 1:14 
PRISON Fire: 
Oklahoma, Sept. 3, 1984. 6:72 





R 





RACETRACK GRANDSTAND Fire: 
Freehold, N.J., May 4, 1984. 6:70 
RapbianT Heat: 
Causes Curtain Wall Failure. 3:105 
Fire Spread by. 3:45 
RAILROAD BRIDGE FIRE: 
Massachusetts, November 1984. 5:12 
RalLroaD ROLLING STOCK FIRE: 
Freight, Diesel Locomotive, California, May 1984. 3:16 


FIRE 


REACHING THE PUBLIC: 
An Update on NFPA's Education Section. 3:9 
Fire Drills Save Lives. 4:9 
Learn Not to Burn, A Decade of Progress. 2:7 
RECYCLING PLANT Fire: 
Battery Lead, Wallkill, N.Y., February 1984. 4:81 
Ohio, Dec. 20, 1984. 6:77 
Rerinery, On, Fire: 
Romeoville, Ill., July 23, 1984. 4:80 
REFRIGERATION SysTEM, WAREHOUSE: 
Leaking Anhydrous Ammonia, Explosion Cause. 2:43 
RENOVATION: 
How University Planned Life Safety Improvements to Dorm. 
5:33 
Making A Wooden Victorian College Firesafe. 4:32 
RESEARCH CENTER FOR FirE AND Hazarpous MATERIALS: 
University of Akron, Ohio. 2:20 
RESTAURANT Fires: 
California, Dec. 4, 1984. 6:68 
Florida, April 9, 1984. 1:11; 6:23 
Florida, September 1984. 4:11 
Iowa, January 1984. 2:10 
New Mexico, January 1984. 2:10 
Riversive, N.J.: 
Metal Recovery Plant Fire, July 23, 1984. 6:70, 79 
ROCKET PROPELLANT PLANT FIRE: 
Clearfield, Utah, March 2, 1984. 6:70 
Romeovi1te, ILL.: 
Oil Refinery Fire, July 23, 1984. 4:80; 6:16 
Roor: 
Collapses During Fire. 1:11, 50; 2:10, 54; 4:11, 78; 6:25, 
68, 69, 75, 76, 77, 78 
Partially Collapses During Fire. 2:46 
Wood Shingle, Fire Involving. 6:12 
Row House Fire: 
Maryland, January 1984. 2:13 
RussisH, TRASH: 
In Dwelling, Factor in Rapid Fatal Fire Spread. 4:76 





S 





Sarety MARGIN PRINCIPLE: 
Definition of. 5:29 
Satem, Mass.: 
Railroad Bridge Fire, Nov. 16, 1984. 6:70 
San Francisco, Cauir.: 
Pier Fires, May 9, 1984. 5:14; 6:70 
SATELLITE COMMUNICATIONS: 
NFPA Television Broadcasts for the Fire Service. 1:34 
NFPA Universe of Knowledge Satellite Network. 1:34 
Sawoust: 
Fire Involving. 4:13 
ScHOOL Fires: 
Alternative School, Washington State, September 1984. 5:9 
College, Dubuque, lowa, May 17, 1984. 1:12; 6:69 
Elementary School, Belcourt, N. Dak., Oct. 26, 1984. 6:70 
Gymnasium, Washington State, December 1984. 6:10 
High School, Barrow, Alaska. March 22, 1984. 6:70 
High School, Grantsville, Utah, Feb. 12, 1984. 6:70 
High School, Groveton, Pa., December 1, 1984. 5:73 
High School, Gurnee, Ill., Dec. 20, 1984. 6:70, 71 
High School, Oregon, February 1984. 1:11 
Junior High, California, Feb. 27, 1984. 6:69 
Junior High, lowa, May 1984. 3:11 
Junior High, New York State, December 1984. 4:11 
Junior High, North Carolina, February 1984. 2:12 
SCHOOLS: 
How A University Planned Life Safety Improvements to 
Dorm. 5:33 
Making A Wooden Victorian College Firesafe. 4:32 
Washington University Adds Dorm Life Safety 
Improvements. 5:33 
SERVICE STATION Fires: 
Florida, January 1984. 2:14 
Massachusetts, January 1984. 2:14 
Self Service, Indiana, July 1984. 3:12 
SHAFTS, INTERIOR: 
Fire Spread Through. 3:106 
Sup Fires: 
Cruise Ship, Miami, Fla., Aug. 20, 1984. 6:43 
Cruise Ship, Port Canaveral, Fla., March 9, 1984. 3:85; 
6:70, 82 
SHIPs: 
International Treaty Setting Minimum Safety Standards. 3:87 
SHopPING CENTER Fire: 
Georgia, Nov. 15, 1984. 6:74 
SHREVEPORT, La.: 
Warehouse Fire, Sept. 17, 1984. 2:43 
Simssury, Cr.: 
Manufacturing Plant Fire, August 1984. 4:80 
SKYLIGHT, GLAss: 
Broke in Fire, Factor in Fire Spread. 1:48 
SMOKE BarRIERS: 
Prevented Smoke Spread. 4:55 
Smoke Detectors Nort A FACTOR IN Fire: 
Disconnected. 4:11 
Smoke Detector, SATISFACTORY PERFORMANCE. 3:11, 12 
SMOKING AND MATCHEs: 
Probable Cause of Fatal Fire. 4:77 
SMOKING MATERIALS: 
Careless Disposal of, Probable Fire C. “se. 4:74 
So. Pasapena, CALIF.: 
Store Fire, October 1984. 4:79 
SouTH CAROLINA: 
Warehouse Fire, January 1985. 6:14 
SPARKS: 
Cutting Torch, Cause of Fire. 3:106 
In Dust-Collecting Pipe, Fire Cause. 4:13 
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Sparks, ELecrricat 
Probable Fire Cause. 1:15 
SPARTANBURG, S.C.: 
Dwelling Fire, May 1984. 4:74 
SPONTANEOUS COMBUSTION: 
Fire Caused by. 1:12 
Wood Fiber Insulation Boards, Fire Caused by. 6:71 
SPONTANEOUS HEATING: 
Calcium Hypochlorite. 6:82 
SPONTANEOUS IGNITION: 
Chemicals, Improperly Cured. 3:14 
Chlorine-Washed Mop Head in Plastic Hamper. 3:12 
Linseed Oil-Soaked Towel in Plastic Pail. 3:11 
SPRINGFIELD, Mo.: 
Warehouse Fire, Aug. 5, 1984. 6:70 
SPRINKLER PROTECTION, RESIDENTIAL: 
NBS/CFR-Model to Assess Cost Effectiveness of. 3:19 
The Economics of Fast-Response Sprinklers. 3:18 
SPRINKLER SySTEM: 
Lack of, Factor in Large-Loss Fire. 6:93 
SPRINKLER SysteM Nor A FAcTor IN Fire: 
Removed During Building Renovation. 3:108 
SPRINKLER SySTEM, SATISFACTORY PERFORMANCE. 3:12, 46; 
5:10, 11; 6:12, 14 
SPRINKLER SysTEM, UNSATISFACTORY PERFORMANCE: 
Inadequate Design for Hazard. 6:82 
Overpowered by Fire. 6:17 
SPRINKLERS: 
ESFR System for High-Challenge Storage Protection. 2:30 
Fast-Response Residential, The Economics of. 3:18 
SprinkLers Not a Factor IN Fire 
Fire Originated in Unsprinklered Area. 5:9 
Located Below Fire. 6:81 
Pipes Were Frozen. 6:17 
SPRINKLERS, PARTIALLY SATISFACTORY PERFORMANCE: 
Branch Line Ruptured by Arcing, Ceiling Collapses. 4:92 
Storage Racks Deflect Spray. 4:92 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 
Damaged When Roof Collapsed. 2:60 
Fire Above and Below Sprinklers. 2:54 
Overpowered by Fire. 2:61 
Piping Obstructed. 2:54 
Piping Ruptured. 2:54 
Sgurt Unit: 
Definition of. 3:45 
STAIRTOWER 
Fire Spread up. 6:54 
Smoke and Heat Spread up. 6:54 
Spiral, Smoke and Heat Spread up. 6:54 
Strarrway, OPEN 
Factor in Fatal Fire. 4:74 
Fire Spread up. 1:45; 4:75, 77 
STAIRWAYS: 
Fire Spread up. 1:45 
Smoke Spread up. 4:91 
Stanparps (See Also NFPA Codes, Standards, Etc.) 
Voluntary Standards-Setting Groups, Lawsuit Affecting 
3:50 
STANDPIPE SysSTEM: 
Inoperable in Railroad Bridge Fire. 5:12 
SreAM ENERGY CONVERSION PLANT Fire: 
Akron, Ohio, December 1984. 4:79 
Srorace Faciuiry, RecyCLING PLANT Fire: 
Battery Lead & Waste Metal, Wallkill, N.Y., Feb. 1984 
4:81 
SroraGe, HiGH-CHALLENGE: 
ESFR Sprinkler System, A New Approach. 2:30 
SroraGe, OuTpooR, Fire IN: 
Dropped Titanium Drums Ignite Combustible Storage. 
4:13 
Truck Ignites LP-Gas Leaking From Buried Line. 4:14 
Srore Fires: 
Appliances, Connecticut, June 1984. 3:14 
Clothing, Waukegan, IIl., Dec. 25, 1984. 4:78 
Department Store, Pennsylvania, September 1984. 5:10 
Furniture, Dundalk, Md., Oct. 22, 1984. 4:78 
Hardware, So. Pasadena, Calif., October 1984. 4:79 
Supermarket, California, January 1985. 6:12 
STORES AND OFFICES Fire: 
Denver, Colo., March 3, 1984. 6:70, 
Stove, ELectric 
Ignites Combustibles. 4:12 





Tacoma, WasH 

Dwelling Fire, February 1984. 4:75 
TANk Farm EXPLOSION AND FIRE 

Liquefied Asphalt, Arizona, July 1984. 1:15 
TANK Farm Fire: 

New York State, June 9, 1984. 6:16 
TANK Fire: 

Nitric Acid, Simsbury, Ct., August 1984. 4:80 
Tank Truck, Compustisce Liguip, Fire: 

Fuel Oil, Florida, january 1984. 2:14 

Fuel Oil, Maryland, January 1984. 2:13 
Tank Truck, FLAMMABLE Liguip, Fire: 

Gasoline, Massachusetts, January 1984. 2:14 
Tank Truck, Fuet Om, Fire: 

Florida, January 1984. 2:14 

Maryland, January 1984. 2:13 
TANNERY Fire: 

Peabody, Mass., May 10, 1984. 6:70 
Tar 

Factor in Roof Fire Spread. 6:81 
TELECOMMUNICATIONS CABLES: 

Fire Tests of. 6:33 


100° 


TELEVISION SET: 
Fire Caused by. 4:11 
TENNESSEE: 
Manufacturing Plant Fire, August 1984. 4:13 
Texas: 
Building-under-Demolition Fire, February 1985. 6:14 
Dwelling Fire, March 1984. 1:14; 4:76 
Manufacturing Plant Fire, April 16, 1984. 2:53; 6:78 
Mobile Home Fire, January 1985. 5:10; 6:12 
Textice Storace Faciity Fire: 
North Carolina, Dec. 6, 1984. 6:82 
Tinker Air Force Base, OKLAHOMA: 
Jet Engine Repair Facility Fire, Nov. 12, 1984. 6:16, 80 
Torcu: 
Propane, Used to Melt Tar, Tank Fire Cause. 1:15 
Townnouse (APARTMENT BuILpING) Fire: 
Minnesota, February 1984. 2:13 
Toxic Fumes: 
Two Acids Accidently Mixed. 6:13 
Toxic Hazarb: 
Developing NBS Method for Assessing. 2:24 
Toxicity oF Propucts oF COMBUSTION: 
Developing Method for Assessing Toxic Hazard. 2:24 
Toxicity, SMOKE: 
Full-Scale Toxicity Tests, Furnished Rooms. 2:30 
Train Fire: 
Freight, Short Circuit, May 1984. 3:16 
TRANSOMs: 
Glass, Contributed to Fire Spread. 1:51 
TRANSPORTATION (See Also Railroad Rolling Stock Ftres): 
Freight Train Fire, California, May 1984. 3:16 
TRASH: 
Combustible, Fire Started in. 6:76 
Truck Fre (See Also Vehicle Fires): 
LP-Gas Vapors Ignite in Repair Garage. 4:13 





U 





UNDERGROUND ST" UCTURES: 

Caves, Doing susiness Underground. 3:36 

Caves, Fire Prevention Criteria for. 3:35 
Unitep STATEs: 

Fire Loss During 1984. 5:14 

Multiple-Death Fires, 1984. 4:18 
Unrrep States SupREME Court: 

Hydrolevel v. ASME, A Retrospect. 3:50 
UNIVERSE OF KNOWLEDGE: 

NFPA Satellite Communications Network. 1:35 
UNIveRsiTy OF AKRON: 

Center for Fire & Hazardous Materials Research. 2:20 
UreTHANE, Ligup: 

Spill from Process Machinery. 4:13 
Utan: 

Coal Mine Explosion, Fire, December 1984. 4:19 

Condominium Complex Fire, Dec. 22, 1984. 6:74 


Vv 


VACANT-AND-IDLE BUILDING Fire: 
Row House, Washington, D.C., November 2, 1984. 5:12, 
73 
VAGRANTS: 
Cause of Fatal Fire. 5:12 
VAPORS: 
Asphalt, Flammable, Fire Cause. 6:73 
Flammable, Cause of Fire. 1:12, 15; 2:12, 14; 4:80 
Flammable, Cause of Fire, Explosion. 2:14; 4:13; 6:78 
Flammable, Cause of Vehicle, Service Station Fire. 2:14 
VEHICLE Fires: 
Forklift Truck Fire Ignites Paper Mill Storage. 6:78 
Forklift Truck, Cause of Fire, Explosion. 4:14 
Forklift Truck, Cause of Warehouse Fire. 6:14 


Forklift Truck, Cause of Warehouse Ammonia Explosion. 


2:46 
Fuel Oil Truck, Florida, Janaury 1984. 2:14 
Fuel Oil Truck, Maryland, January 1984. 2:13 
Gasoline Tank Truck, Massachusetts, January 1984. 2:14 
Gasoline Tanker/Auto Crash, Florida, June 1984. 2:14 
Motor Home Fuel Tank Falls, Ruptures. 5:12 
Van, Car Collision, Gaston, Ore., Aug. 25, 1984. 4:81 
VENTILATION, FoRCED: 
In Ship Engine Room, Intensified and Spread Fire and 
Smoke. 6:53 
VerTICAL OPENINGS (See Also Stairways): 
Elevator Shaft, Smoke Spread up. 6:73 
Shafts, Fire Spread up. 3:106 


Ship's Escape Ladder, Smoke, Heat and Flames Spread up. 


6:43, 53 
Ship's Fidley, Heat and Flames Spread up. 6:53 
Smoke Spread up. 4:78 
Stairtower, Fire Spread up. 6:53 
Stairtower, Smoke and Heat Spread up. 6:53 
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Watt Coverinc: 

Plywood, Fire Spread up. 1:48 

Polyurethane Foam Padding, Ignited in Fatal Fire. 5:54 
WaALLKILL, N.Y.: 


Recycling Plant, Storage Fire, February 1984. 4:81 
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WALLS: 


Collapse During Fire. 1:11, 15 


WALLS, Fire: 
Prevent Fire Spread. 4:79 


Protected Exposed Buildings. 6:75 
Unprotected Openings, Fire Spread Through. 6:71 


WAREHOUSE Fires: 


Clothing, Newport News, Va., May 26, 1984. 6:70 
Cold Storage, Meat, Shreveport, La., Sept. 17, 1984.°2:43 
Controlled Grass Burning Spreads to, Destroys. 3:14 
Furniture, Missouri, Feb. 1, 1984. 6:17 

General Storage, Springfield, Mo., Aug. 5, 1984. 6:70 
Multi-Tenant, Hamtramck, Mich., Aug. 6, 1984. 6:70 
Oil, New Mexico, April 1984. 1:15 

Paper Supplies, Los Angeles, Calif., Oct. 24, 1984. 6:70 
Plastic Products, Florida, January 1984. 2:14 

Rolled Paper, South Carolina, January 1985. 6:14 
Swimming Pool Supplies, California, July 20, 1984. 6:81 
Vacant, Baltimore, Md., June 27, 1984. 6:70 


WASHINGTON STATE: 


Dwelling Fire, August 1984. 2:12 
School Fire, December 1984. 6:10 
School Fire, September 1984. 5:9 
Washington Univ., Adds Life Safety Improvements to 


Dorm. 5:33 
Wasuincton, D.C.: 


Post Office Fire, Oct. 15, 1984. 6:70 
Vacant Row House Fire, November 2, 1984. 5:12, 73 


WAUKEGAN, ILL.: 


Manufacturing Plant Fire, Aug. 26, 1984. 6:70 
Store Fire, December 25, 1984. 4:78 
Wexpinc-anp-Cuttinc Operations (See Also Cutting- Welding 


Operations): 
Fire Caused by. 6:14, 25 


WELDING-AND-CUTTING TORCH Fire: 
Torch Used to Cut Pipes. 6:14 


WEsTFIR, OREG.: 


Manufacturing Plant Fire, Dec. 22, 1984. 6:70 


WuitweLt, TENN.: 


Coal Mine Fire, December 1981. 4:19 


Winn: 


Factor in Fire Spread. 1:15; 3:14, 105; 6:12, 23, 78 


Winpows: 


Boarded up in Fatal Fire (Vacant Building). 5:12, 73 
Broken by Rescuers, Factor in Fire Spread. 6:12 


Fire Broke Through. 4:12 


Fixed Glass, Fire Broke Through. 1:48 
Screen Nailed on, Prevented Rescue. 4:75 
Wood Frames Ignite, Fire Enters Exposed Building. 3:110 


Winston-Sacem, N.C.: 


Hospital Fire, Aug. 12, 1984. 4:55; 6:71 


Wirinc, ELECTRICAL: 


Probable Cause of Fatal Fire. 4:79 


WIRING: 
Fire Caused by. 4:74 
WISCONSIN: 


Historic Building Fire, Feb. 23, 1984. 5:14 


Woon-SHINcLe Roor: 
Fire Involving. 6:12 


Why Are They Still So Popular? (Editorial). 6:6 


Wyominc: 


Natural Gas Explosion, October 1984. 5:11 


X-Y-Z 


XYLENE: 

Cause of Flash Fire. 6:17 
XYLOL: 

Fire Involving. 5:11 
ZEELAND, MICH.: 


Manufacturing Plant Fire, Sept. 25, 1984. 6:70 
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